w- rt, (rt.)-n 


REGISTERED No: O. 
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PUBLISHED BY AUTHORITY 


tfo 17] *# ftmt, Rt*mTT, WT?K 17, 198l/*T*W 26, 1903 

No. 17] NEW DELHI, MONDAY, AUGUST 17, 198J/SKAVANA 26, 1903 


tmt wmn 

^ 17 arror, i 98 t 

arto fn° *n° 21 (*») ■—wm (arrrm aprfent) wftrfamr 1947 (1947an is 
«rt) a?r am 2 aft aaam (1) im nan arfwat an snfm amt 511 sftx *rrRr mam, 
t«t *t«nwr aft ftatar is <rfor, 1 as 1 aft tf@rr ano fao «rro u-L 16 

af 1981 aft arfagwrr wi an° Pro *tro is-f, 10 njr 1 98 1 aft arfa^aarrfw 
ano Pro »rro i 7-f ?m 16 aj$nf 1981 ^t arfa^RT rrorT arro Pro arr» is-’f % 
apjaw Jr mam tpn^im arw ttw *f ^jtPwa amat % Pnrfn, bto, rran- 
am aftx wmsm rmi airr arrrft aft it for srffosrnt aft nan% % arafflm nrfop Itot aft 1 8 
armr Iasi at rra; w(tP aft aftrtmfa % ffor wrnr % ftp* ar^ftrar ir^tr affforr 
afiftn amft % 1 


604 GI/81 


(39) 


[a^o nro 2(35)/so/<t (afto ^-1)] 
^o^omf^rTTT.rPransPaa- (aft) 
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MINISTRY OF DEFENCE 
NOTIFICATION 
New Delhi, tho 17th August, 1981 

9.R.O, 21(E).—In exercise of the powers conferred by sub section (1) of sec¬ 
tion 2 of the Armed Forces (Emergency Duties) Act, 1947 (15 of 1947), ,md in 
continuation of the notifications of tho Government of India in tho Ministry of 
Defence S.R.O. No. 14-E dated the 18th April 1981, S.R.O. No, 15-E dated the 
16th May 1981, S.R.O. No. 17-E dated the 16th June 1981 and S.R.O. No. 18-E 
of 16th July 1981, the Central Government hereby declares every service terming 
part of, or connected with, ihe generation, supply, operation and maintenance of 
petroleum products and running of oil installations and pipelines in Assam to 
b# a service Of vital importance to the community for a further period of one 
monih with effect from 18th August, 1981. 


IF. No. 2(35)/80/DtGS.I)] 
K. A. NAMBIAR, It. Secy.(G) 
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